62      DOCKETED ITEMS

DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT

F. Security, medical, emergency & fire protection plans

9106120061 Forwards safeguards insp rept 50-305/91-11 on 910506-10.No violations
noted.

GREGER.LR. Region 3 (Post 820201). 91/06/05. EVERS.K.H.  Wisconsin Public
Service Corp. 2pp. 58017:066-58017:069.

-9106120067 Partially withheld insp rept 50-305/91-11 on 910506-lO.No violations
noted.Major areas inspectedrmgt support.protected & vital area barriers.access con-
trol-personnel.packages & vehicles.alarm stations & communications & power supply.
KNICELEY.J.R., CREED.J.R. Region 3 (Post 820201). 91/06/05. 2pp. 58017:068-
58017:069.

9106180291 EPIPs includtng.Rev Q to EP-AD-1,Rev R to EP-AD-2,Rev M to EP-AD-
3,Rev M to ED-AD-4sRev U to EP-AD-7,Rev U to EP-AD-8, Rev J to EP-AD-11,Rev M
to EP-AD-12,Rev F to EP-AD-13,Rev I to EP-AD-14 & Rev H to EP-AD-15.W/910613
Itr.
EVERS,K.H. Wisconsin Public Service Corp. 91/06/13. 850pp. 58176:053-58177:329.

9106200059 Forwards safety insp rept 50-305/91-12 on 910603 & 06 & 07 & notice of
violation.

GREGER.LR. Region 3 (Post 820201). 91/06/14. EVERS.K.H.  Wisconsin Public
Service Corp. 2pp. 58161:225-58161:236.

-9106200064 Notice of violation from safety insp on 910603-04 & 06-07, Violation
noted:annual review of facilities emergency preparedness program did not address
adequacy of offsite interface.
GREGER.LR. Region 3 (Post 820201). 91/06/14. 1p. 58161:227-58161:227.

-9106200068   Safety  insp   rept   50-305/91-12   on   910603-04   &   06-07.   Violation
noted.Major areas inspected:licensee action on emergency preparedness.including
previously-identified items.followup on actual emergency preparedness program.
FOSTER.J.,  CANIANO.RJ.  Region 3  (Post 820201).   91/06/13.  9pp.  58161:228-
58161:236.

9106260240 Forwards completed ERDS survey questionnaire & completed data point
library.

EVERS.K.H. Wisconsin Public Service Corp. 91/06/21. Document Control Branch
(Document Control Desk). 8pp. 58238:214-58238:221.

P. Operating license stage documents & correspondence

9106040350 Trip rept of 910515-17 visit w/licensee corporate officials & plant officials
in Kewaunee.WI re tour of plant.

HANSEN.A.G. Project Directorate III-3. 91/05/22. HANNON.J.N. Project Directorate
III-3. 8pp. 57894:155-57894:162.

9106050309 Forwards info to resolve inservice testing program safety evaluation con-
cerns covering request for relief from trending requirements for containment isolation
valves & Generic Ltr 89-04 guidance re rapid acting valves.

EVERS.K.H. Wisconsin Public Service Corp. 91/05/29. Document Control Branch
(Document Control Desk). 38pp. 58003:302-58003:339.

9106070336 Advises that listed P&IDs sent to Region lll.per NRC 910320 request.
EVERS,K.H. Wisconsin Public Service Corp. 91/05/31. Document Control Branch
(Document Control Desk). 1p. 58039:094-58039:094.

9106110144 Application for amend 102 to License DPR-43,adding radiation calibrator &
fission detectors to list of sealed sources exempt from periodic leak testing per Tech
Spec 4.13.4.

STEINHARDT.C.R. Wisconsin Public Service Corp. 91/06/04. Document Control
Branch (Document Control Desk). 8pp. 58095:292-58095:306.

-9106110149 Proposed tech specs revising Section 4.13, "Radioactive Matls Sources"
& Table Tech Spec 3.5-2, "Instrument Operation Conditions for Reactor Trip."

* Wisconsin Public Service Corp. 91/06/04. 7pp. 58095:300-58095:306.

9106100319 Suppls 890103 & 0202 responses to Generic Ltr 88-17 re loss of
DHR.Mods completed during 1990 outage & RHR flow rate instrumentation installed
during 1991 refueling outage.

EVERS,K,H. Wisconsin Public Service Corp. 91/06/05. Document Control Branch
(Document Control Desk). 2pp. 58051:213-58051 ;214.

9106180018 Forwards Rev 11 to "Operational QA Program Description."

*  Wisconsin Public Service Corp. 91/06/10. Document Control Branch (Document
Control Desk). 6pp. 58175:332-58176:006.

-9106180019 Rev 11 to "Operational QA Program Description."

* Wisconsin Public Service Corp. 91/06/10. 30pp. 58175:338-58176:006.

9106250061 Documents 910528 telcon re core reloads of advanced design fuel
assemblies.Advanced designs incorporate smaller diameter fuel rods which increase
water-to-U ratio & result in more efficient use of U.

EVERS,K.H. Wisconsin Public Service Corp. 91/06/19. Document Control Branch
(Document Control Desk). 2pp. 58216:297-58216:298.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106060239 Forwards safety insp 50-305/91-10 on 910429-0503.No violations noted.
GREGER.LR. Region 3 (Post 820201). 91/05/21, EVERS.K.H. Wisconsin Public
Service Corp. 2pp. 58001:331-58001:339.

-9106060242 Jnsp rept 50-305/91-10 on 910429-0503.No violations noted. Major areas
inspectedrexternal exposure controls & personal dosimetry.internal exposure controls
& assessment,training & qualifications/adiological controls & planning.
PAULRA, SCHUMACHER.M.C. Region 3 (Post 820201). 91/05/21. 7pp. 58001:333-
58001:339,

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 91/05/31
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9106050026 Forwards safety insp rept 50-305/91-05 on 910220-21,0313-14, 20-21,26-
27,0417-18 & 0508-09.No violations noted.

RING.M.A. Region 3 (Post 820201). 91/05/31. EVERS.K. Wisconsin Public Service
Corp. 2pp. 57895:055-57895:066.

-9106050030 Safety insp rept 50-305/91-05 on 910220-21,0313-14,20-21, 26-27,0417-
18 & 0508-09.No violations or deviations noted. Major areas inspected:inservice insp
activitiesjncluding review of inservice insp program & procedure review.
SCHAPKER.J.F.,   DANIELSON.D.H.   Region   3   (Post   820201).   91/05/31.   10pp.
57895:057-57895:066.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106100004 Updates response to NRC Bulletin 89-002 re swing check valves which
may contain Type 140 stainless steel bolting matl.AII Category 1 & 2 valves inspected
& 410 stainless steel components replaced.

STEINHARDT.C.R.  Wisconsin  Public Service  Corp.  91/06/03.  Document Control
Branch (Document Control Desk). 5pp. 58092:060-58092:064.

9106120061 Forwards safeguards insp rept 50-305/91-11 on 910506-10.No violations
noted.

GREGER.LR. Region 3 (Post 820201).  91/06/05.  EVERS.K.H. Wisconsin Public
Service Corp. 2pp. 58017:066-58017:069.

-9106120067 Partially withheld insp rept 50-305/91-11 on 910506-10.No violations
noted.Major areas inspected:mgt support.protected & vital area barriers.access con-
trol-personnel.packages & vehicles.alarm stations & communications & power supply.
KNICEL.EY.J.R., CREED.J.R. Region 3 (Post 820201). 91/06/05. 2pp. 58017:068-
58017:069.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106200059 Forwards safety insp rept 50-305/91-12 on 910603 & 06 & 07 & notice of
violation.

GREGER.L.R. Region 3 (Post 820201).  91/06/14.  EVERS.K.H. Wisconsin Public
Service Corp. 2pp. 58161:225-58161:236.

-9106200064 Notice of violation from safety insp on 910603-04 & 06-07. Violation
noted:annual review of facilities emergency preparedness program did not address
adequacy of offsite interface.
GREGER.L.R. Region 3 (Post 820201). 91/06/14. 1p. 58161:227-58161:227.

-9106200068   Safety   insp   rept  50-305/91-12   on   910603-04   &   06-07.  Violation
noted.Major areas inspected:licensee action on emergency preparedness.including
previously-identified items.followup on actual emergency preparedness program.
FOSTER.J.,  CANIANO.R.J.   Region  3  (Post 820201).  91/06/13.   9pp.   58161:228-
58161:236.

9106200292 Responds to NRC 910510 Itr re violations noted in insp rept 50-305/91-
07.Corrective actions:made significant revs to procedure to clarify test
methods.acceptance criteria & threshold.

EVERS.K.H. Wisconsin Public Service Corp. 91/06/17. Document Control Branch
(Document Control Desk). 9pp. 58200:279-58200:287.

9106250201 Forwards insp rept 50-305/91-08 on 910423-0606.No violations noted.
KNOP.R.C. Region 3 (Post 820201). 91/06/17. EVERS.K.H. Wisconsin Public Service
Corp. 2pp. 58221:114-58221:123.

-9106250205 Insp rept 50-305/91-08 on 910423-0606.No violations noted. Major areas
inspected:operational safety.surveillance testing.maint.installation & testing of mods &
followup of written repts of nonroutine events.
HAGUE.R.L Region 3 (Post 820201). 91/06/17. 8pp. 58221:116-58221:123.

9106270246 Suppls response to 910523 response to unresolved item noted in Insp
Rept 50-305/91-09 & 890505 response to NRC Bulletin 88-004 re potential safety-
related pump loss.Ultrasonic flow meters installed on recirculation lines.
EVERS.K.H. Wisconsin Public Service Corp. 91/06/24. Document Control Branch
(Document Control Desk). 5pp. 58245:273-58245:277.

R. Periodic operating reports & related correspondence

9106180407 Monthly operating rept for May 1991 for Kewaunee Nuclear Power
PlantW/910612 Itr.

RUITER.G.H, EVERS.K.H. Wisconsin Public Service Corp. 91 /05/31. 5pp. 58171:214-
58171:218.

S. Reportable occurrences, LERs & related correspondence

9106040354 LER 91-005-00:on 910428,tubes in SG A & tubes in SG B discovered
defective.Caused    by    intergranular    attack    &    intergranular   stress    corrosion
cracking.Defective tubes plugged or sleeved & program implemented.W/910528 Itr.
DRESSEN.J.D..   EVERS.K.H.   Wisconsin   Public   Service   Corp.   91/05/28.   10pp.
58009:014-58009:023.
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